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Barium-titanate ceramic 


as an 


electromechanical transducer 


Until the early years of this century, 
electromechanical transducers—devices that 
transform electrical waves into mechanical 
waves and vice versa—were limited almost 
entirely, at least for practical application, 
to electromagnetic types, such as the ordi- 
nary telephone receiver. At the compara- 
tively low frequencies of the voice band, 
these are still the most satisfactory for 
many applications. During World War I, 
however, there was a great need for detect- 
ing submarines by acoustic and ultrasonic 
waves transmitted through the water. With 
the higher mechanical impedance of water 
as the transmitting medium, and _ particu- 
larly at the higher ultrasonic frequencies, 
electromagnetic transducers were not satis- 
factory, and quartz and other piezoelectric 
crystals were employed. Because such 
crystals expand and contract with applied 
electric fields, they are inherently trans- 
ducers. Since that time, and particularly 
since World War II, they have been used 
and studied extensively. Besides their use 
for underwater sound detection, they have 
been found available at very high frequen- 
cies for agitating liquids in a variety of 
chemical and metallurgical studies. 

In these latter applications, the trans- 
ducer is made in the shape of a parabolic 
or cylindrical radiator so as to focus the 
ultrasonic waves on a point or along a line. 
In a crystal, however, the greatest mechani- 
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cal response lies along a definite axis, and 
thus when the crystal is cut in the shape 
of a parabolic radiator, for example, only 
a small section will be acting most effec- 
tively. If a suitable ceramic material were 
available, this handicap would be avoided 
because a ceramic is isotropic: the crystal 
cells comprising it are not all lined up to 
form a single larger crystal, and thus if it 
possessed transducer characteristics, a par- 
abolic disc made from it could be made 
to act efficiently over its entire area. 
Most ceramics made from steatite or 


Fig. 1—Atoms in a single crystal cell of barium titanate 


are arranged as indicated above 
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silica crystals have only moderate dielectric 
constants and do not show any tendency 
to change dimension on the application of 
an electric field. It has recently been found, 
however, that ceramics fused from barium- 
titanate crystals exhibit very high dielectric 
constants, and under certain conditions can 
be made to change their dimensions on the 
application of an electric field. The amount 
of dimensional change is larger than that 
occurring in magnetostrictive materials 
and even exceeds that possible in Rochelle 


+Z 


Ba 


Fig. 2—Representation of barium-titanate cell showing 
the axes along which the cell may contract and expand 


salt, which has been used for a wide vari- 
ety of transducing elements. Since in addi- 
tion the properties of barium-titanate ce- 
ramics do not vary much with temperature 
—as contrasted with the wide variation oc- 
curring in Rochelle salt—it appears likely 
that such ceramics may be important elec- 
tromechanical transducer elements. 

This behavior of the ceramic stems from 
the properties of the single barium-titanate 
crystal, which have been studied exten- 
sively. The arrangement of a single crystal 
cell of barium titanate above 120 degrees 
C. may be represented as shown in Figure 
1, which represents the component atoms 
as small spheres. To represent the behavior 
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more correctly, the spheres representing 
the atoms should be larger than shown— 
almost in contact in fact—but if they were 
shown so in the drawing, the outer atoms 
would hide the inner ones and their ar- 
rangement would not be evident. The 
barium atoms are at the eight corners of 
the cell; the oxygen atoms are at the center 
of each of the six faces; and the titanium 
atom is at the center. A complete crystal 
would include many billions of such cells. 
In a mass of the actual ceramic, the ori- 
entation of a large number of cells, called 
a domain as in dealing with ferromagnetic 
materials, are usually similarly oriented, 
and are considered as a unit. Such a do- 
main is roughly the size of a one-millimeter 
cube, and will include a total of 16x10'* 
complete cells. 

Although the titanium atom is shown in 
Figure 1 at the center, it probably makes 
a covalent bond with one of the oxygen 
atoms. When this happens, the titanium 
nucleus moves up to meet it. The titanium 
and oxygen spheres will interpenetrate, 
which is possible if they make a_ bond. 
Above 120 degrees C., the temperature agi- 
tation is sufficient to break up any tendency 
for the nuclei of adjacent cells to line up 
in the same direction, and any one of the 
six directions is equally probable. Below 
120 degrees C., the temperature agitation 
is not sufficient to prevent adjacent nuclei 
from lining up in the same direction, and 
because of the electrical charges on the 
atoms, an internal field is generated by these 
displacements in a given domain, which 
causes the titanium nuclei in these do- 
mains to spend most of their time in one 
of the six possible positions of the axes 
running through the center of the titanium 
and the various oxygen atoms, as indicated 
in Figure 2. This direction is called the 
ferroelectric axis. The internal field lowers 
the potential of the equilibrium position 
along the ferroelectric axis and makes it 
more probable that the titanium will oc- 
cupy this position than any of the other 
five. When this occurs, the four oxygens 
perpendicular to the ferroelectric axis move 
in by one-third of one per cent, while the 
unit cell expands two-thirds of one per cent, 
since the oxygens along the ferroelectric 
axes move out a small amount. This is the 
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origin of the electrostrictive effect that 
makes barium titanate act as a transducer. 
In a ceramic made from barium-titanate 
crystals, all directions for the ferroelectric 
axis are equally probable. The effect of a 
large d-c field is to change the direction 
of polarity so that more domains are lined 
up in the direction of the field rather than 
in other directions. This change is not 
brought about by a physical change in the 
orientation of the crystals, but rather by 
the change in the direction of the ferro- 
electric axis from one to another of the six 
oxygens. When the field is taken off, the 
local field caused by the lining up of the 
domains remains, and is sufficient to keep 
a large share of the domains lined up. 
When a small a-c field is applied in the 
presence of a d-c field or remanent polar- 
ization, it is probably too small in itself to 
reverse any complete domain, but it can 
cause unit cells on the common planes of 
differently directed domains to change from 
one domain to another, and hence cause 
one domain to grow at the expense of other 
domains. If the a-c field is opposed to the 
d-c field, some molecules of the domains 
directed along the thickness will be lost 
to other domains directed in different direc- 
tions and the crystal will become thinner. 
When the a-c field is added to the d-c field, 
these molecules and more too will be di- 
rected in the direction of the field and the 
plate becomes thicker. Transverse vibra- 
tion is accounted for by the contraction of 
the domains in directions perpendicular to 


the ferroelectric axis, which generates a 
motion about half as large as the thickness 
motion. When an a-c field is applied at 
right angles to the remanent polarization, 
there is a tendency for domains to grow in 
size in a direction bisecting the two field 
directions and this is equivalent to a shear- 
ing motion. 

Since for practical devices it is undesir- 
able to have to supply a d-c biasing volt- 
age, use is made of the remanent polariza- 
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Fig. 4—Constants of the transducer as a function of 
temperature. All of these barium titanates are far less 
sensitive to changes in temperature than is Rochelle salt 


30 


20 


/ - / 
10 


' 
nN 


ELECTROMECHANICAL COUPLING 
IN PER CENT 


7 


“30 


-25 


Fig. 


FIELD STRENGTH IN VOLTS PER CENTIMETER x103 


3—Electromechanical coupling as a function 


of applied field: solid curve for ordinary barium 
titanate; dotted curve for lead-titanate mixture 
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tion induced by polarizing the ceramic by a 
high voltage. There is some indication, how- 
ever, that this polarization may decrease 
with time as does the remanent magnetiza- 
tion of a soft magnetic material. To investi- 
gate the possibility of obtaining a remanent 
polarization that is really permanent, some 
experiments have been made on the effect 
of introducing impurities into the barium 
titanate with the thought that the ferro- 
electric axes might be locked into position 
so that they would not change, as happens 
in a permanent magnetic material. By in- 
troducing three to four per cent of lead in 
the form of lead titanate, the desired effect 
was found. When this mixed ceramic was 
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poled at a high field strength at tempera- 
tures above the Curie temperature and 
cooled under the applied field, this rema- 
nent polarization and the concomitant elec- 
tromechanical coupling could not be re- 
moved by any reversed field that could be 
applied to a temperature of 70 degrees C. 

Figure 3 shows the electromechanical 
coupling factor for a radial mode as a func- 
tion of the applied field. The solid line 
figure shows the coupling for an ordinary 
barium-titanate sample which shows that 
the coupling can be reduced to zero and 
the polarization reversed by putting on 
5,000 volts per centimeter negative. The 
dotted line shows the same curve for the 
lead-titanate mixture; up to 25 kilovolts 
per centimeter negative, the coupling is 
only diminished slightly. It is completely 
restored by cycling to 25 kilovolts per 
centimeter positive. Hence the new mate- 
rial acts like a permanent magnetic ma- 
terial, and the remanent polarization should 
be stable with time. It has been found 
possible to radiate 100 watts per square 
centimeter continuous acoustic power with 
the four per cent lead-titanate ceramic, 
whereas with the untreated ceramic, a 
lower power causes a loss of the remanent 
polarization. 

Although it is too early to tell for which 
applications the ceramic type of transducer 
will give better results than other compet- 
ing methods, several advantages are at once 
obvious. Figure 4 shows the electrome- 
chanical coupling factor (which determines 
the percentage of input electrical energy 
appearing in mechanical form) and_ the 
frequency constant of a circular disc 
plotted as a function of temperature. The 
solid line is for an ordinary barium-titanate 


SPHERICAL 
FOCUSING RADIATOR 


(b) CYLINDRICAL 
FOCUSING RADIATOR 


Fig. 5—Possible shapes in which barium titanates may 
be formed 
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Fig. 6—A laboratory setup in which a focusing 
radiator under water—at the left of the narrow 
rectangular glass-walled tank at the bottom of 
the photograph—was directed toward a reflect- 
ing block. A fountain of water is projected 
upward from the reflecting block as a result. 
A collecting pan catches the falling water and 
drains it back into the tank 


mixture while the dotted line is for the four 
per cent lead-titanate mixture. Two tran- 
sition temperatures, at 0 degree and —90 
degrees, are evident from the data. These 
are temperatures for which the crystal be- 
comes ferroelectric along two directions 
and three directions according to present 
theory. The first corresponds to the. ti- 
tanium spending equal times along two of 
the six possible positions and little time 
along the other four, while the second 
transition is caused by the titanium spend- 
ing most of its time at three of the possible 
positions lying along mutually rectangular 
axes, and very little time along the other 
three positions. The effects of these transi- 
tion temperatures are somewhat curtailed 
for the lead-titanate modification. The con- 
stants of the transducer, as shown by Fig- 
ure 4, are far less temperature sensitive than 
are those for Rochelle salt for example. 
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Another definite advantage of the ce- 
ramic transducer is that it can be made in 
any size or shape. One possible use of this 
is in producing focusing radiators, as shown 
by Figure 5a, which can concentrate ultra- 
sonic energy in liquids in a given region. 
This type of transducer can be made 
equally efficient at all points of the surface, 
which is not true for a quartz transducer. 
Figure 5b shows a cylindrical type of trans- 


THE AUTHOR: w. P. Mason received a B.S. 
degree in Electrical Engineering from the Univer- 
sity of Kansas in 1921, and immediately joined the 
Technical Staff of the Laboratories. Here he took 
post-graduate work at Columbia University, and 
received an M.A. degree in 1924 and a Ph.D. de- 
gree in 1927. The first four years of his work with 
the company were spent in investigations of car- 
rier-transmission systems. Since then, he has been 
occupied in the investigation of wave transmission 
networks, both electrical and mechanical, in piezo- 
electric crystal research, and in the study of the 
mechanical properties of liquids and solids. He is 
at present in charge of the Mechanics Research 
Department. 


ducer which can be used to produce a high 
ultrasonic intensity along the axis of the 
cylinder. This type may be of use in a 
continuous ultrasonic process for altering 
the properties of a liquid or solid. Figure 6 
shows a focusing radiator which can con- 
centrate the acoustic energy within a small 
spot. When this spot is directed toward the 
surface by a reflecting block, a fountain of 
water and a cold fog are produced. 


Franklin Institute Honors S. A. Schelkunoff 


The Stuart Ballantine Medal has been awarded to 
Sergei A. Schelkunoff by the Franklin Institute for 
“outstanding contributions to the extension of the 
electromagnetic wave theory, particularly his mathe- 
matically based concepts so helpful to the radio engi- 
neer.” The medal will be presented to Dr. Schelkunoff 
at the traditional ceremonies which will be held in 


Philadelphia on October 19. 
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The double-stream 


amplifier 


A new method of amplifying radio- 
frequency signals in a vacuum tube has 
recently been proposed and experimentally 
demonstrated in the Laboratories. Two 
streams of electrons traveling at different 
speeds but in the same direction and in 
the same space, or very close together, 
have been shown to amplify high-frequency 
signals. The signal to be amplified is im- 
pressed on the electron streams near the 
beginning of their travel and extracted 
from them near the end. In the space be- 
tween, the signal on the two electron 
streams grows because of interaction be- 
tween them without the help of any neigh- 
boring or surrounding metal structure. 
High gain over a broad band of frequencies 
may be obtained in this manner. This 
double-stream amplifier differs fundamen- 
tally from other amplifying tubes because 
of the absence of a metal structure from 
the amplifying mechanism. This difference 
may prove to be an important advantage 
in obtaining amplification at the highest 
microwave frequencies. In other known 
amplifying tubes, one or more of the prob- 
lems of small size of elements, small spac- 
ing between elements, small clearance be- 
tween elements and electron streams, and 
bombardment of metal elements by elec- 
tron streams inevitably raise difficulties if 
the frequency is increased too much. 

The possibility of amplification by two 
electron streams was recognized by J. R. 
Pierce and W. B. Hebenstreit of these 
Laboratories* during a theoretical study of 
noise in electron streams of different veloci- 
ties. They worked out a theory believed 
to be valid for small signals, small differ- 


*The possibility of amplification by the means 
described here and in other publications by other 
members of the Laboratories has also been recog- 
nized by other workers outside of the Labora- 
tories, and described in recent technical articles 
by A. V. Haeff of the Naval Research Laboratories 
and L. S. Nergaard of R.C.A. 
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A. V. HOLLENBERG 
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ences in electron speed, and_ cylindrical 
streams that states the conditions to be 
satisfied in order that amplification may 
occur in two streams of electrons, and pre- 
dicts the amount of gain to be expected. 
The writer, with substantial assistance 
from A. R. Strnad and R. E. Azud, has de- 
signed and constructed double-stream am- 
plifier tubes in which the predicted ampli- 
fication by the two streams occurs. One 
of them is shown in Figure 1. 

The elements of a double-stream ampli- 


Fig. 1—The author holds one of the double-stream 


amplifiers above a similar one disassembled 
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fier tube are represented diagrammatically 
in Figure 2. The two streams of electrons 
are emitted by the two annular cathodes, 
c1 and C2, which are at different potentials 
with respect to an accelerating grid c. After 
acceleration, the two streams pass down 
the long evacuated tube where they travel 


wavelength in the electron streams is much 
smaller than the free space wavelength, 
since the electrons are traveling at much 
less than the speed of light. The gain is 
directly proportional to the number of 
wavelengths in the amplifying region. The 
helices at the two ends are similar to the 


CATHODES: ACCELERATING GRID 


ELECTRON STREAMS: 


INNER OUTER 
INNER OUTER (G) AMPLIFICATION (s1) (s2) 
— 


INPUT_” 
HELIX 


BEAM-GUIDING 


COIL HELIX 


f 


Fig. 2—Diagram of the double-stream amplifier indicating the essential elements 


together or side by side for some distance, 
perhaps a foot or more. Near each end of 
their travel, they pass through short sec- 
tions of helix. The helix at the left couples 
the input circuit to the electron streams, 
while that at the right transfers the ampli- 
fied signal to the output circuit. A signal 
to be amplified is fed into the circuit 
through the left-hand helix, and modulates 
the electron streams a small amount. The 
amplitude of this signal on the electron 
streams grows as the streams travel down 
the tube because of interaction between 
them. The much larger signal is then trans- 
ferred to the output helix shown at the 
right. The electron streams themselves pass 
to the collector c. A coil wound over the 
tube produces a strong longitudinal mag- 
netic field within the tube, and holds the 
electron streams to a cross-section about 
that of the cathodes. 

Like the traveling-wave amplifier,* the 
double-stream amplifier is able to amplify 
with high gain over a broad band of fre- 
quencies. The tube is many wavelengths 
long in terms of the wave that travels on 
the electron streams, and each electron par- 
ticipates in the amplifying process during 
a large number of cycles of the signal. The 


~ *RECORD, December, 1946, page 439. 
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much longer helix of the traveling wave 
tube, and the clearance between them and 
the electron streams is small. Because of 
the shortness of the helices, however, the 
difficulties arising from electrons striking 
them are much reduced. 

The results of theoretical analysis show 
that a wave is set up on the electron streams 
by the input circuit, and that it increases 
in the direction of electron flow if the cur- 
rent densities in the two streams exceed 
a minimum value. Below this value no 
amplification occurs. Above this value the 
gain increases rapidly at first and then ap- 
proaches a limiting value as the current 
density is increased indefinitely. The lim- 
iting value is about 27 decibels per wave- 
length in the streams per unit “velocity 
separation.” The latter term is defined as 
the difference in velocity between the two 
streams divided by the average velocity, 
and has small values, of the order of 0.1. 
For a tube 16 wavelengths long and having 
a velocity separation of 0.1, for example, 
the limiting gain would be 27x16x0.1, or 
about 43 decibels. The gain varies with the 
frequency, but slowly enough that the 
bandwidth of the double-stream amplifica- 
tion is comparable to that in the helix 
traveling-wave amplifiers. 
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FREQUENCY IN MEGACYCLES PER SECOND 


Fig. 3—Curve of the gain of the amplifier plotted 
against frequency 


No simple physical explanation of the 
behavior of the double-stream amplifier 
has yet been devised. Its development is 
entirely the result of a mathematical analy- 
sis followed by experimental verification. 

Although the most attractive possibilities 
of double-stream amplification appear to be 
in the microwave frequency region, it can 
be carried out at lower frequencies, in the 
range of a few hundred megacycles, and 
experiments showing that amplification can 
be obtained by the double-stream mech- 
anism were performed in this lower range. 
The tube employed amplifies over the band 
from about 200 to 300 megacycles with 
maximum gain of 33 decibels. Figure 3 is 
a plot of gain versus frequency and shows 
the large bandwidth of this tube. 

In this experimental tube, the electrons 
in the inner stream, shown in Figure 2, 
travel at approximately the same speed as 
the wave in the helix advances along the 
axis, which is about one-seventieth of the 
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speed of light—this being the ratio of the 


_length of the helix to the length of the wire 


comprising it. Because of the approximate 
equality of their speeds, there is coupling 
between the inner electron stream and the 
wave on the helix. The outer stream, trav- 
eling at a lower speed, does not couple to 
the helices, but interacts with the inner 
stream to produce amplification. The tube 
is about 16 wavelengths long in terms of 
the wave traveling on the electron streams. 

There is almost no transmission of signal 
through the tube without the electron 
streams since the input and output circuits 
are separated by the long central region. 
With the inner stream alone turned on, 
signal is transmitted through the tube with 
little if any loss due to the ordinary travel- 
ing wave amplifier interaction of the stream 
and the short sections of helix. The gain 
of the tube appears when both streams, 
are on and the double-stream interaction 
occurs. Comparison of the signals picked 
up by two probes inserted in the electron 
streams has shown that amplification oc- 
curs, as expected, in the central portion. 

The 200 to 300-megacycle amplifier may 
be of possible use in communication sys- 
tems, and could probably be adapted to 
use up to frequencies a few times greater 
rather easily. The principal reason for 
building the amplifier, however, has been 
to demonstrate the possibility of making 
a signal grow on a pair of electron streams, 
which was theoretically predicted. The 
principle may find much more important 
use in solving problems in making ampli- 
fiers and oscillators for use at the highest 
microwave frequencies. 


THE AUTHOR: A. V. Hot censerc received 
an A.B. degree from Willamette University in 
1931, and the M.S. and Ph.D. degrees in physics 
from New York University in 1933 and 1938. He 
was an Instructor in Physics at Queens College 
from 1938 to 1942. In the latter year he joined 
the staff of the Columbia Radiation Laboratory 
where he carried on research and development 
work on microwave magnetrons. He joined the 
Laboratories in January, 1946, and has since been 
engaged in work on traveling-wave amplifier and 
double-stream amplifier tubes. 
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V3 Repeaters 


at work 


One of the earliest installations of the 
V3 repeater* was at Framingham, Massa- 
chusetts, where the 450 amplifiers for 225 
repeaters are installed in a single bay with 
room left for 150 more amplifiers. The 
illustrations show parts of this bay, and 
illustrate the ease with which these ampli- 
fiers are maintained. An amplifier being re- 
moved with a simple hand tool is shown at 
the right, above, while the illustration on 
the cover of this issue shows a replacement 


*REcorD, February, 1949, page 45; March, 
1949, page 94. 
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amplifier being inserted in its place. A 
maintenance man talking on one of the cir- 
cuits is shown below, left. A 40B mobile 
transmission measuring set being used to 
adjust the gain of an amplifier that has been 
inserted in a test panel on the amplifier 
bay for that purpose is shown below. 
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Alarm system for 
No. 5 crossbar 


To give warning of conditions that might 
adversely affect telephone service, Bell 
System telephone offices have alarm sys- 
tems which indicate by both audible and 
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Fig. 1—Arrangement of alarm pilots in a hypothetical 
central office 


visual means the equipment in trouble. 
The indicators are so arranged that a main- 
tenance man, regardless of what part of 
the building he might be in at the time, 
can find his way to the equipment in 
trouble with a minimum of effort. Alarm 
systems used previously in crossbar, and in 
the later panel and toll offices, have 
achieved this objective by using a system 
of bells, chimes, and colored lamps strategi- 
cally placed whereby the floor, the main 
aisle, the aisle, and finally the circuit in 
trouble are indicated. In the No. 5 cross- 
bar system, the same result is achieved but 
with a simplicity of design that makes pos- 
sible economies in manufacture, installa- 
tion, and job engineering. The components 
for the system are fabricated in the shop, 
and only a minimum of cabling is required 
to complete the system on the job. 
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Switching 
Development 


Components do not depend on the types 
or number of circuits requiring alarm, and 
the special engineering required for each 
installation is reduced to a minimum. For 
any one building, the entire alarm equip- 
ment consists of a small aisle pilot unit 
having a red and a white lamp and two re- 
lays; a cluster of four lamps—red, white, 
yellow, and green—for each main aisle; a 
vertical lamp holder near the exit door 
having one lamp for each of the other floors 
in the building; a panel having a six-inch 
vibrating bell, two telephone ringers with 
distinctive gongs, and a large tone bar or 
chime signal; and relay control equipment 
consisting of one two-inch mounting plate 
for each floor of the building. Of the group 
of four lamps in each main aisle, two—the 
red and white—are the MAIN AISLE PILOTS 
that indicate trouble in some tributary aisle. 
The other two—green and yellow—are the 


Fig. 2—The aisle pilot unit used in the No. 5 
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OTHER FLOOR lamps, which indicate the ex- 
istence of trouble on one of the other floors 
in the building. 

A hypothetical central office layout indi- 
cating the positions of these lamps is shown 
in Figure 1, and an aisle pilot unit in Fig- 
ure 2. In addition to these lamps, there 


are individual lamps mounted on various » 


switching and equipment frames that indi- 
cate the particular bay, panel, or circuit 
in which the trouble has arisen. Whenever 
a trouble arises that lights one of these 
individual lamps, an aisle pilot for that 
aisle, the main aisle pilot on that floor, and 


of the latter lamps is lighted, he will go to 
the exit, and the particular exit lamp lighted 
will indicate the floor on which the trouble 
has arisen. These exit lamps are arranged 
in a vertical row with one socket for each 
floor, the top representing the top floor and 
so on down. On each floor no lamp is in 
the socket for that floor, and thus the floor 
on which the trouble exists may be deter- 
mined from the position of the lighted lamp 
relative to the socket that has no lamp. 
After he reaches the floor where the trouble 
has occurred, the main aisle and aisle pilots 
will guide him to the proper aisle, and the 
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Fig. 3—Simplified schematic of the alarm circuit for No. 5 crossbar 


the exit lamps on all the other floors also 
light, and an audible signal is sounded on 
the floor where the trouble has occurred. 
Lighting of the orHER FLOOR lamps, and 
giving audible signals on other floors, is 
optional, and depends on whether or not 
a grouping key on each floor is operated. 
When these keys on all floors are operated, 
any trouble will also light the orHER FLOOR 
lamps on all floors except that on which 
the trouble has occurred, and will sound 
the audible alarm on these floors. With 
the grouping keys all operated, therefore, 
a maintenance man on any floor will hear 
the alarm when trouble arises anywhere 
in the building. 

By looking at the OTHER FLOOR lamps, 
he can tell whether the trouble is on the 
floor he is on or on some other floor, since 
an OTHER FLOOR lamp will be lighted only 
when the trouble is on another floor. If one 
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lighted individual lamp on the frame will 
indicate the equipment causing the alarm. 

The circuit by which the proper lamps 
are lighted when trouble occurs is indicated 
in Figure 3. When trouble arises, the local 
lamp will be lighted and battery through 
a resistance will be connected to lead a at 
the left of Figure 3. A connection to this 
same lead will be made for all troubles of 
same grade, major or minor, arising in that 
aisle. Battery on this lead operates the ap 
relay, thus lighting both the aisle pilot lamp 
for that aisle and the main aisle pilot lamp 
and operating the Ft relay. The operation of 
this latter relay connects ground to the exit 
lamp multiple and thus lights all the exit 
lamps for that floor, sounds the audible 
signal on that floor and also connects 
ground to the grouping key. If the group- 
ing key on any floor is operated, the audible 
signal will sound and the OTHER FLOOR 
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lamp will light on the floor above. Con- 
versely, an alarm on the floor above will 
sound the audible signal and light the 
OTHER FLOOR lamp on this floor. If all the 
grouping keys are operated, audible signals 
will sound and oTHER FLOOR lamps will 
light on all floors except the floor on which 
the trouble occurred. 

Switching-trouble alarms are arbitrarily 
divided into two categories called major 
and minor alarms, and there is a circuit 
like Figure 3 for both types. Each circuit 
has lamps of a particular color associated 
with it. For major alarms, the individual 
circuit or fuse panel lamp, the aisle pilot, 
and the main aisle pilots are red, while for 
minor alarms, the corresponding lamps are 


‘all white. The orHER FLOOR lamps are yel- 


low for major alarms and green for minor 
alarms. A distinction is also made in the 


of the floors which was arbitrarily desig- 
nated as the floor from which power alarms 
are supervised. Of course, the grouping 
keys will also transmit minor power alarms 
to the other floors. For either major or 
minor alarms, it lights a separate amber 
exit lamp on each of the switching floors. 

Also not part of Figure 3 are the alarms 
from the fuses that supply the alarm cir- 
cuits themselves. A failure of one of these 
fuses rings a specially toned telephone bell 
on each floor, but no pilot lamps are lighted 
except in the alarm control equipment unit, 
since the blown fuses might prevent the 
pilot lamp from lighting and thus no de- 
pendence could be placed on them. The 
location of the alarm control equipment 
is always known to the maintenance man, 
and thus the sounding of the specially 


audible signals; for major alarms the audi- 
ble signal is a tone bar operated by a relay 


TO OTHER CIRCUITS 
REQUIRING THE 
SAME AISLE PILOT 


FUSE BUS 
(48 VOLTS) 


interrupter, while for minor alarms it is a 
telephone ringer. The exit lamps, which 
are all amber, serve for both types of 
alarms, and are lighted by the Ft relay of 
both the major and minor alarm circuits. 

The main power supply equipment is 
usually all located in the basement, and 
since it does not require a series of locating 
lamps, provided by the circuit in Figure 3, 
it has its own alarm circuit providing both 
major and minor alarms. It is tied in with 
the Figure 3 circuit, however, to the extent 
that for major alarms it lights the yellow 
OTHER FLOOR lamp and rings a six-inch gong 
on all floors whether or not the grouping 
keys are operated. For minor power alarms, 
it lights the green OTHER FLOOR lamp and 
rings the regular minor alarm bell on one 
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Fig. 4—The standard fuse alarm arrangement 
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toned bell is sufficient to indicate where 
the trouble has occurred. 

Since in a 10,000-line central office there 
are about 15,000 fuses that may give an 
alarm, they are potentially the source of 
the greatest number of alarms. Experience 
has shown, however, that fuse alarms are 
of comparatively rare occurrence. 

Alarm type telephone fuses connect the 
individual circuits to a common power bus, 
and when they blow, they establish a con- 
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Fig. 5—Pilot fuse alarm system employed where more than one type of power supply is required 


296 


Bell Laboratories Record 


nection from the power bus to an alarm 
bar as has already been described in the 
Recorp.* This arrangement, together with 
a commonly used type of circuit to connect 
the alarm bar to the fuse panel lamp and 
the alarm system, is shown in Figure 4. 
Lead a connects to lead a of Figure 3. 
Such an arrangement has been used for 
many years, but it has been necessary 
heretofore to limit the number of fuse pan- 
els that can be connected to the same aisle 
pilot relay—relay ap of Figure 3. This is 
because with a number of simultaneous 
alarms, the current through the winding 
of the ap relay is the sum of all the indi- 
vidual alarm currents, and as a result with 
many simultaneous alarms, the relay not 
only overheats but may reduce the voltage 
across the lamps below the point for satis- 
factory illumination. By a careful selection 
of the type of lamp, the relay winding, and 
the two resistors in the lamp circuit, how- 
ever, the permissible number of simulta- 
neous alarms has been so greatly increased 
that all restrictions on the number of fuse 
panels have been removed. The panel 
lamps, indicated in Figure 4, are always red 
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Fig. 6—A make-busy type of fuse alarm 


since blown fuses in this system are arbi- 
trarily classed under major alarms. 
Telephone offices require a number of 
power supplies other than 48-volt battery, 
and heretofore a relay has been used for 
each panel for each type of supply since 
the panel lamps had to be lighted through 
relay contacts. For the No. 5 crossbar 
alarm system, however, the arrangement 
indicated in Figure 5 is employed. It is 


*REcoRD, October, 1925, page 78; September, 
1933, page 27; and February, 1939, page 178. 
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Fig. 7—A typical time alarm 
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known as the “pilot fuse” method since it 
employs a fuse in the regular 48-volt sec- 
tion of the panel as both a relay and indi- 
cator to give the alarm when a fuse in any 
other part of the panel blows. Five types 
of power supply besides 48-volt battery 
are shown in Figure 5, and the alarm con- 
tact or stud for each of the fuses in these 
five sections of the panel is connected to a 
separate pilot fuse in the 48-volt section 
of the panel. When a fuse blows and con- 
nects its particular power supply to its 
alarm stud, the pilot fuse is placed di- 
rectly in series between the 48-volt battery 
and the other power supply. As a result, 
the pilot fuse blows and gives an alarm 
in the regular manner. 

Some circuits, such as the marker or 
transverter, have a large number of fuses 
since it is not desirable to design them with 
a single fuse large enough to carry the en- 
tire load. However, should even one fuse 
blow, the effectiveness of the circuit is im- 
paired and since the circuit is involved in 
a large percentage of the calls handled 
by the office, it is of the utmost importance 
not only to indicate an alarm if a fuse 
blows, but also to prevent the circuit from 
being selected for further use until the de- 
fective fuse is replaced. For such circuits, 
therefore, the arrangement shown in Fig- 
ure 6 is employed. 

A relay is connected in shunt with the 
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panel lamp, and if any fuse blows, not only 
will the regular alarm be actuated, but, in 
addition, the relay will operate and make 
this circuit busy. The relay has practically 
no effect on the fuse alarm, and thus does 
not affect the high reliability of the original 
arrangement. If a failure should occur in 
the wiring to the relay or in the relay wind- 
ing, or if the adjustment of the relay is 
faulty, the regular fuse alarm in the system 
is still operated. 

In addition to fuse alarms, many circuits 
are arranged to indicate other types of 
trouble, particularly an inability to com- 
plete functions within a reasonable time. To 
measure such time intervals, a condenser- 
timed cold-cathode-tube circuit is usually 
employed. One type of circuit is shown 
in Figure 7. When the circuit is selected, 
relay ON operates and remains operated 
during the entire in-use time. This removes 
the ground connection from capacitor c 
and allows it to charge from the 130-volt 
battery through the p resistance, the wind- 
ing of relay Ta, and resistance r. As the 
capacitor charges, the voltage between the 
control anode and the cathode increases. 
When this voltage is high enough to cause 
ionization, current will flow between the 
main anode and the cathode, thus oper- 
ating relay Ta. The operation of Ta in turn 


THE AUTHOR: C. E. Germanrton was grad- 
uated magna cum laude from Lafayette College 
in 1926, receiving the B.S. degree in electrical 
engineering. He then joined the Technical Staff 
of these Laboratories where, as a member of the 
Systems Development Department, he has since 
been principally engaged in the development of 
panel and crossbar switching circuits. During 
World War II he contributed also to the design 
of the operational flight trainers, which were 
built by the Western Electric Company for the 
Navy. Since V-E Day he has been designing cir- 
cuits for the No. 5 crossbar system. 
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operates relay aL, which lights local 
alarm lamp and connects battery to lead 
A, which in turn connects to lead a of 
Figure 3. Through circuit components not 
shown in Figure 7, relay on is then re- 
leased, thus releasing Ta, stopping the flow 
of current through the tube, and restoring 
the circuit to its original condition. Relay 
AL has locked itself in, however, and will 
remain operated to remember the trouble 
until it is manually released. 

Another common source of alarms is the 
trouble recorder, since each time a trouble 
record is made, an alarm is given. These 
also are classified as major and minor, and 
light indicating lamps leading to the mas- 
ter test frame. 

Since the No. 5 system was designed to 
serve small as well as large areas, it was 
planned to extend the alarms a large por- 
tion of the time to off-premises personnel. 
It has been necessary, therefore, to pro- 
vide for transferring the alarms to a distant 
office where a maintenance force will al- 
ways be available. All the alarms, there- 
fore, are connected to an alarm sending 
circuit, which is indicated in both Figures 
3 and 7. The alarm sending and receiving 
circuits, which are capable of identifying 
as many as seventy distinct types of 
trouble, will be described in an early issue. 
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new frequency scale 
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acoustic measurements 


In acoustical and telephone transmission 
studies of all kinds, various characteristics, 
such as loss, noise, sensitivity, and many 
others are plotted against frequency. Be- 
cause of the octave relationship in music, 
a logarithmic scale for frequency has been 
most commonly employed. So far as the 
simple recording of engineering data is 
concerned, the particular scale used for fre- 
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Fig. 1-The new frequency scale contrasted with 
linear and logarithmic scales 


quency is of minor importance. It becomes 
important only when it is necessary to 
judge by eye the merits of changes in the 
response of telephone systems, reduction 
of noise, or the like. On a logarithmic graph 
for frequencies extending from 100 to 10,- 
000 cycles, for instance, the 1,000-cycle 
point is half way across the chart, and thus 
makes the band of frequencies below 1,000 
cycles appear as of the same importance as 
the band from 1,000 to 10,000 cycles. To 
avoid the overemphasis of the lower fre- 
quencies, a linear scale is sometimes used, 
but since on such a scale the 1,000-cycle 
point is only one-tenth the way across the 
chart, the importance of the lower frequen- 
cies is underemphasized. 

What has long been desired is a fre- 
quency scale that would proportion the 
space occupied by any band of frequencies 
to the importance of that band to the re- 
sponse of the ear, since it is this that is the 
criterion in all acoustical work. With this 
objective in view, an analysis was made of 


7 8 10 1s 
1000 


as 30 60 


20 
2000 3000 


FREQUENCY IN CYCLES PER SECOND 


Fig. 2—A section of graph paper using new frequency scale. The actual sheets are seven large divi- 
sions high instead of the two shown above, and are stocked as E-1631-B ; 
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the various characteristics of the ear to de- 
termine what sort of a frequency scale 
would make them linear when plotted. Per- 
fect linearity was not expected because the 
characteristics do not all vary in exactly 
the same manner. 

It was found that if the frequency scale 
was made linear up to 1,000 cycles and 
logarithmic from there on, approximate 
straight lines would be obtained for all the 
characteristics studied. Such a scale _ is 
shown in Figure 1, together with a com- 
pletely logarithmic and a completely linear 
scale. It will be noticed that on the new 
scale, the 1,000-cycle point is about one- 
third the distance to 10,000 cycles, which 
gives these two bands approximately the 
importance they have in telephone trans- 
mission. Moreover, there is a smooth transi- 
tion at 1,000 cycles; the distance from 1,000 
to 1,100 cycles is closely the same as that 
from 900 to 1,000 cycles. Each 100-cycle 
interval below 1,000 cycles, however, occu- 
pies the same distance along the axis, while 
above 1,000 cycles, the distances become 
progressively shorter in the familiar log- 
arithmic manner. This is evident from Fig- 
ure 2, which shows a portion of a standard 
form in use at the Laboratories for plotting 
responses, energy distributions of speech 
and noise, and the like. The vertical scale 
on this chart is linear, and is intended to be 
used mostly as a db scale, 1 db per divi- 
sion. Response curves for the old and pres- 
ent handsets with one mile twenty-four 
gauge loops, and a 900 ohm 9 db trunk are 
plotted on Figure 3 to show their appear- 
ance on the new paper. 
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sets plotted on the new scale 


300 


PER CENT 


20 


i l 


1000 1500 2000 4000 6000 
FREQUENCY IN CYCLES PER SECOND 


400 


10,00) 


Fig. 4—A cumulative curve describing what per- 
centage of the sensitive membrane of the ear is con- 


cerned with the perception of tones 


How closely this new frequency scale 
represents the characteristics of the ear is 
shown in Figures 4, 5, and 6. Figure 4 is a 
cumulative curve of the number of nerve 
endings on the basilar membrane counting 
from the narrow end, and thus is represent- 
ative of the response of the ear. Twenty 
per cent of the nerve endings, for example, 
are concerned with the perception of fre- 
quencies below 750 cycles, forty per cent 
below 1,500 cycles, seventy-five per cent 
below 5,000 cycles, ete. 

As shown in Figure 4, this was deduced 
indirectly from tests of the masking effect 
of noises, and from tests of the minimum 
percentage change in pitch that can just be 
noticed by the ear. This curve is substan- 
tially linear over most of the frequency 
range, whereas it would be decidedly 
S-shaped on ordinary logarithmic coérdi- 
nates, and highly concave downwards on 
linear coérdinates. That it bends down 
slightly at the high end is not felt to be 
sufficient justification for departing from 
the familiar logarithmic scale that is used 
in this region. 

Figure 5 is another cumulative curve. It 
is derived from articulation tests, and 
shows the importance of various frequency 
regions to the perception of speech sounds. 
The fifty per cent point, for instance, is at 
1,900 cycles, and the one hundred per cent 
point at 7,000 cycles, which means that the 
region below 1,900 cycles is equal in im- 
portance to the region from 1,900 to 7,000 
cycles. This curve also is not quite a 
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5—Any two frequency bands showing equal 


percentage increments on this curve have the same 
inherent importance to articulation 


The region below 550 cycles, for instance, 
includes five just-noticeable steps of high- 
pass cutoff; at the high end, there are five 
just-noticeable steps of low-pass cutoff 
above 5,200 cycles, five more between 5,200 
and 2,900 cycles, etc. The dotted region 
was not explored, but all the data can be 
represented closely by the curve which 
again is nearly a straight line. 

The new scale is easy to specify: 2 inches 
from 0 to 1,000, linearly divided; 4% inches 
from 1,000 to 10,000, logarithmically di- 
vided. This specification has the advantage 
of not being tied to subjective determina- 
tions, which are subject to change, and yet 
corresponds closely enough to the ear char- 
acteristics for practical purposes. 


straight line, but is much more nearly so 
than it would be on either a linear or a 
logarithmic scale. 

Figure 6 shows some additional subjec- 
tive data, derived from tests made to deter- 
mine how much the cutoff of a high-quality 
telephone system could be reduced before 
its effect on speech could be noticed in an 
A-B listening test. Progressive cutoff steps 
were thus determined at both the high and 
low frequency ends. The whole frequency 
region from 100 cycles to 10,000 cycles is 
divided into thirty just-noticeable steps. 
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Fig. 6—If the cutoff of a high-quality telephone system 
is changed from one frequency to another differing by 
one unit on the ordinate scale, the change will be just 


perceptible to the average listener 
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ment of the American Telephone and Telegraph 
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the war. 
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Helen Keller Visits Murray Hill 


A decade ago after Miss Helen Keller 
had visited the West Street laboratories, 
she said, “I feel that I have visited a little 
city of people who were interestedly doing 
the most interesting things for the good of 
the world.” On June 14, this year, she was 
our guest again, this time at the Murray 
Hill laboratory; on leaving, she confirmed 
with enthusiasm her earlier sentiments. 

Helen Keller’s life story is well known 
through her remarkable attainments as lec- 
turer, writer, and particularly as champion 
of handicapped people. After losing her 
own hearing and sight at the age of 19 
months, she later learned the art of vocal 
expression with the patient help of de- 
voted teachers. 

It was Alexander Graham Bell who ob- 
tained Anne Sullivan (Mrs. Macy) as Miss 


Le 
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AND DIVE INTO Tite 
WOODS YOU WILL BE 
CERTAIN TO FIND 
SOMETHING THAT 
OU HAVE NEVLRE 
SEEN BEFORE 


In the foyer at Murray Hill this group was photo- 
graphed on the occasion of the visit of Miss Helen 
Keller in June. Left to right: H. B. Ely, Ralph 
Bown, Miss Polly Thomson, Miss Keller, T. C. Fry 
and R. K. Honaman 
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Keller's first companion-teacher. Dr. Bell 
was Helen Keller’s firm friend, and her 
host on many occasions. Miss Polly Thom- 
son, who has been Miss Keller’s companion 
for many years, succeeded to Mrs. Macy’s 
role. Miss Thomson accompanied Miss Kel- 
ler on each of the visits to Bell Laboratories. 

Through the acoustical and several other 
laboratories at Murray Hill, the guests were 
escorted by T. C. Fry, R. K. Honaman and 
H. B. Ely. Miss Keller studied a model of 
the building and grounds and commented 
accurately on the scale; she perceived the 
physical aspects of the free space room and 
heard the story on synthetic crystals. Pass- 
ing her hands knowingly over crystals of 
various sizes and lifting them, she was able 
to assess the rate of their growth. 

She tested the effects of acoustic lenses 
and sensed the rhythm of the music 
through her touch on a modified recorder 
stylus attached to a pick-up microphone. 
She learned of the trends in component 
miniaturization and the significance of the 
Transistor and took a short course in the 
relay computer. Finally she renewed ac- 
quaintance with Dr. Bell’s harmonic tele- 
graph and first telephone models, progress- 
ing delightedly from them through the 
desk stand and early handsets to the new 
combined telephone set. 

Miss Keller and Miss Thomson were in 
constant communication during the Murray 
Hill tour. Miss Thomson swiftly conveys 
messages by means of pressure signals on 
Miss Keller’s palm, and in some instances, 
Miss Keller reads Miss Thomson’s lips by 
placing the ends of her fingers lightly upon 
them. Miss Keller spoke back readily or, 
with her sensitive touch, carried out some 
action suggested by the demonstrators dur- 
ing the tours. 

Members of the Laboratories who told 
Miss Keller and Miss Thomson of their 
work were W. E. Kock, F. K. Harvey, A. C. 
Walker, R. S. Graham and W. C. Jones. 

Following her visit to the Laboratories, 
Miss Keller wrote to Dr. Buckley a letter 
which he is happy to share with readers 
of the Recorp and which appears on the 
facing page. 
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DrAR Dr. BUCKLEY: 


Truly it was a day of wonders which Miss 
Thomson and I spent at Bell Telephone Lab- 
oratories in Murray Hill, New Jersey, and my 
thanks to you, who made it possible, can be 
measured only by my lifelong affection for Dr. 
Bell and proud sense of oneness with him in 
the growth of his work. Deeply I regret not 
meeting you there. It would have been easier 
to speak my pleasure to you than to write it in 
a letter, but the glow of your kindness will 
always remain warm in my memory. 

Gratefully I recall how freely Dr. Bown, 
Dr. Walker, Mr. Honaman, Dr. Fry and others 
gave of their time to taking us around or 
showing me the various instruments or an- 
swering my questions or filling out my mental 
pictures of the simple, yet handsome buildings 
and their delightful surroundings full of coun- 
try-sweet peace. It really seemed as if Dr. Bell 
was with me just as in the past when he used 
to talk to me about his epoch-making ideas 
and experiments. 


“And my upward gaze goes with him, 
and I see 
Far off against the sky 
The glint of golden sunlight on 
his wings.” 

Everything we saw at the Laboratories be- 
spoke the civilization that would unite man- 
kind in one great family by the spoken word 
to which Dr. Bell looked forward. It is true, 
we are still far from peace, despite wider, 
more swift communications, and nothing seems 
more difficult, more baffling than to awaken a 
social conscience that will cause the nations 
to abandon wars and selfish rivalries. But we 
all know how Dr. Bell dismissed pessimistic 
attitudes as futile and unconstructive, and with 
unwavering faith I anticipate the sunrise of 
the finer human race he dreamed. 

It is hard to decide what interested me most 
among all the fascinating inventions and proc- 
esses we saw at the Laboratories. My fingers 
tingled as they felt the miniature apparatus 
that promises lighter parts in the telephone, 
the radio and the television set and more satis- 
fying vibrations over the wires. It scarcely 
seemed possible that mortal ingenuity could 
have devised such tiny Transistors with wires 
like spiderwebs for conducting the voice over 
long distances. It was a veritable poem—bring- 
ing radio rays and sound waves to a focus by 
means of a field of closely spaced spheres. 
And how I felt the power of a wizard in the 
growing of quartz crystals! Always I shall prize 
among my chief treasures the little crystal and 
the diminutive amplifying device which Dr. 
Walker presented to me. 
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June 22, 1949. 

Dear Dr. Buckley, 
a Gay Of Mak henson ant 
Jersey, and-ay thanks to you, who made it possible, oan be mee- 
sured only by my lifelong affection for Dr. Bell and proud sense 
of oneness with bim in the grovth of his work. Deeply I regret 
not meeting you there. It would have been easier to speak ay 
Pleasure to you than to write it in a letter, but the glow of 


your kindness will always 


remain ware in ay memory, 


or other, "Leave the beaten track occasionally and dive into the 
| woods." In it too is Dr. Arnold's noble definition of research 
and ite heroic aims, Do you wonder thet I seek in vein for 
words to thank you #11 for one of the most luminous days I heve 
spent in the Temple of Knowledge? 

Please give my cordial greetings to all my friends at the 
Bell Teleptione Laboratories . and to the onployes whose sealous 
© coperation is a tribute to the genius and the workmanship that 
produced the iamense edifice at Murrey Hill. 


Beginning and end of Miss Keller's personally typed 
letter to Dr. Buckley 


The most absorbing sensation for me was 
visiting the Free Space Room. Language has 
no equivalent for the absolute physical silence 
which burst upon me in that fantastic, bewil- 
dering chamber, suspended in what appeared 
to me an utter void. No, it did not disconcert 
me. I have known many kinds of silence—the 
silence of early morning, the silence of remote 
mountain summits, the silence of gently falling 
snow. I have been oppressed by the silence of 
a spiritual crisis, hushed by the silence of a 
great love and awed by the silence of friend- 
ships that had ceased to be. But in the Acous- 
tic Dead Room I had a sense of complete dis- 
connection with the life of the universe. Even 
before my education began, I noticed vibra- 
tions that still ring in my tactual memory, and 
it was interesting to contrast them with the 
soundless jolts and jars of footsteps in the dead 
room. Shut in by floor, walls and ceiling of 
fiberglass, I throbbed with the silence of the 
dead and the silence that covers buried peo- 
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containing the motto that he so often repeated to me in one form 
i 
: 


ples and ages without a history. The music 
conveyed to me by a spirit-fine nerve of a 
gadget was a relief beyond words—the vast 
range of life restored. Not for the world would 
I have missed those weird moments in that 
spot of perfect stillness. 

Then there were the “thinking” machines! 
Every time I give them a thought, I am a bit 
staggered by their superiority to man’s brain, 
at least in its routine processes, but as a stu- 
dent of philosophy, I smile because that supe- 
riority does not discredit the Spirit any more 
than the excellence of a being with all his 
senses annuls the reality of a life-like mind 
deficient in sight and hearing. If we only use 
worthily the advantages that cybernetics is 
placing within our reach, science will, I am 
confident, elucidate to us relationships more 
marvelous than any we have yet comprehended. 


It was a pity I could not reach up to Dr. 
Bell’s splendid bust, but now I have the hand- 
some souvenir from the Laboratories contain- 
ing the motto that he so often repeated to me 
in one form or other, “Leave the beaten track 
occasionally and dive into the woods.” In it 
too is Dr. Arnold’s noble definition of research 
and its heroic aims. Do you wonder that I seek 
in vain for words to thank you all for one of 
the most luminous days I have ever spent in 
the Temple of Knowledge? 

Please give my cordial greetings to all my 
friends at Bell Teléphone Laboratories and to 
the employees whose zealous coéperation is a 
tribute to the genius and the workmanship that 
produced the immense edifice at Murray Hill. 


Sincerely yours, 


HELEN KELLER 


W. C. Jones, left, holds the new combined set for Helen Keller's 
appraisal through her touch, while interesting details, comparing it 
to earlier types, are relayed to her by Polly Thomson, right 
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Dr. Buckley’s 35th Bell System service anniversary on July 13 was recognized by the traditional award 
of the seven-star service button by Leroy A. Wilson, president of the American Telephone and Telegraph 
Company. At the presentation at A T & T headquarters, 195 Broadway, were, left to right: William J. 
O'Connor, assistant to the chairman of the board of A T & T; Stanley Bracken, president of the West- 
ern Electric Company; Carroll O. Bickelhaupt, vice-president and secretary of A T & T; John H. Ray, 
vice-president and general counsel; Dr. Buckley; Prescott C. Mabon, assistant to the president of A T 
& T; Mr. Wilson; Clifton W. Phalen, public relations vice-president; Cleo F. Craig, vice-president for 
operation; William C. Bolenius, personnel vice-president; and Keith 8. McHugh, financial vice-president 


W. E. and Labs to Operate Atomic Weapons Plant 


Washington, July 12—The United States 
Atomic Energy Commission announced today 
that the services of the Western Electric Com- 
pany and the Bell Telephone Laboratories 
have been obtained for the operation of the 
Sandia Laboratory, at Sandia Base, Albu- 
querque, New Mexico. 

Negotiations have been started on a con- 
tract for these services with the Western Elec- 
tric Company, equipment manufacturing 
subsidiary of the American Telephone and 
Telegraph Company, in accordance with ar- 
rangements between the Commission and 
Leroy A. Wilson, President of A T & T. 

The new operators of the Laboratory will 
have an important function in bridging the 
gap between laboratory development work 
and the manufacturing operations on atomic 
weapons. Sandia is also an important point 
of contact between AEC operations and the 
military activities relating to atomic energy. 
The Sandia Laboratory has been operated 
since 1945 by the University of California 
under its contract for the operation of the Los 
Alamos Scientific Laboratory. Sandia has 


grown from a small liaison group representing 
Los Alamos into a major facility. The Uni- 
versity of California advised the Commission 
last winter that the University felt that it 
should not continue to manage Sandia as a 
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part of the scientific research program of the 
Los Alamos Laboratory. 

The growth of the Sandia Laboratory has 
been a result of the Commission’s effort to 
integrate research, development and produc- 
tion activities in accordance with best 
academic and industrial practice and with the 
most competent available supervision in each 
technical area. 

After extensive consideration of the many 
complex organizational and technical prob- 
lems that are involved, the Commission de- 
cided to ask A T & T to make available to 
this project the full technical and managerial 
resources of the Bell System’s developmental 
and manufacturing subsidiaries. 

A special team of Western Electric, Bell 
Laboratories and AEC officials will go to 
Sandia immediately to prepare for the transfer 
of the project to the new contractor. Included 
in the group are Stanley Bracken, President, 
Fred R. Lack, Vice-President, Radio Division, 
and George A. Landry, Operating Manager, 
Installation Department, Western Electric 
Company; Dr. Mervin J. Kelly, Executive Vice- 
President, and Donald A. Quarles, Vice-Presi- 
dent in charge of Staff, Bell Telephone Lab- 
oratories; and Brigadier General James Mce- 
Cormack, Jr., Director, Division of Military 
Application, AEC. 
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Fluorescent Lighting Improves [llumination 
in West Street Areas 


When the West Street building was re- 
lighted during the 1920's, the fixtures installed 
gave a very satisfactory illumination, judged 
by the standards of that day. Since then, with 
the changing standards, improvements have 
been made in the lighting of a few sections. 
However, like many other buildings, the Lab- 
oratories’ buildings at West Street were handi- 
capped by electric service and distribution 
systems which were inadequate to supply the 
amount of power needed for a satisfactory in- 
candescent indirect lighting system, such as 
that installed at Murray Hill. 

The replacement of the distribution feeders 
in the building with large feeders is costly, 
not only in the amount of money spent on 
large conduit and feeders, but also in the in- 


terruption to work, with incidental dirt and 
noise, during their installation. 

However, with the introduction of fluores- 
cent light which has about twice the efficiency 
of incandescent light, added to the fact that 
the fixtures may be operated efficiently on 208 
volts, a solution to the distribution feeder prob- 
lem offered itself. It was found that sufficient 
illumination to meet modern standards could 
be obtained by using fluorescent units oper- 
ated on 208 volts by reconnecting our three- 
wire distribution feeders from 120-208-volt, 
two-phase feeders to three-wire, 208-volt, 
three-phase feeders. 

With this possibility, fluorescent light fix- 
tures current in the market were investigated 
from both the mechanical and lighting stand- 


| 
| 
| 
{ 


Seated, left to right: L. W. Tucker and J. R. Shea, W. E.; H. H. Lowry, H. E. Marting and O. E. Buckley, B. T. 
L.; F. M. Williams (retired), W. E.; F. D. Leamer, B. T. L.; A. W. Bates, W. E.; H. C. Spryer, B. T. L.; A. L. 


point, and the six fixtures most suitable for our 
purpose were chosen and sample installations 
made in Section 5A. As a result of these stud- 
ies, a fixture was selected for office and labo- 
ratory use with modifications to meet our par- 
ticular needs. 

It was recognized that drafting presented 
special problems. A committee, including a 
member from each of the technical depart- 
ments’ drafting groups, was appointed to in- 
vestigate drafting room lighting. The commit- 
tee visited a number of drafting rooms, includ- 
ing the area in which the proposed fluorescent 
lights for the offices and laboratories were in- 
stalled. The members agreed that the light 


from these fixtures was the most satisfactory 
of any that they had seen. 

An installation using the new lights has 
been completed in Section 4D, shown at the 
top of the opposite page, and a new wall color 
selected with special consideration to the color 
values obtained from fluorescent lights. The 
dark dado was eliminated. This is desirable 
with the higher intensity illumination, to keep 
the brightness contrast of all objects within 
the normal line of vision at a minimum. Sim- 
ilar lighting has been installed in the self- 
service storeroom located in Section 8B of the 
West Street building and shown at the bottom 
of the opposite page. 


A Thousand Years of Service to the Bell System 


Observing their fortieth anniversary of Bell 
System service, 21 men who started work to- 
gether at the Hawthorne Plant of the Western 
Electric Company in 1909 held a reunion re- 
cently at Murray Hill. 

Part of a group of sixty-five college gradu- 
ates who launched themselves on telephone 
careers with energy, zeal and ten dollars a 
week, the men have maintained through the 
years an informal “alumni” association, meet- 
ing periodically to renew their friendships and 
talk over old times. Many have risen to top 
positions in their fields. 

Nearly all of the original group were re- 
cruited by the late Gustavus A. Anderegg, one 


of the System’s foremost cable-development 
engineers. They worked in the shops at Haw- 
thorne or on Clinton Street, and on various in- 
stallation jobs. 

There are twenty-eight surviving members 
of the group, whose Bell System service totals 
more than 1,000 years. Of those at the re- 
union, eleven were from Bell Laboratories, 
seven from Western Electric Company, and 
three from various operating companies. 

Guests at the reunion were O. E. Buckley 
and F. D. Leamer. Dr. Buckley presented 
40-year anniversary pins to six of the men: 
George Dobson, D. D. Miller, H. H. Lowry, 
H. E. Marting, R. L. Quass and H. C. Spryer. 


The Hawthorne College-Graduate Class of 1909 


LeStourgeon, W. E.; and J. C. Wright, B. T. L. 


Standing, left to right: J. R. MacGregor, Bell of Pa.; J. G. Daley, N. E. Tel.; H. H. Glenn (retired) and George 
Dobson, B. T. L.; Fred Avery, Southern Bell; W. J. Shackelton (retired), R. L. Quass and L. H. Johnson, B. T. 


L.; W. G. Minich, W. E.; C. W. Lowe (retired) and D. D. Miller, B. T. L.; and C. A. Johns, W. E. 
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Dayton News 
At the first annual airborne electronics conference, spon- 
sored by the Dayton section of the I.R.E. Left to right: 
John Keto, conference chairman; Dr. William L. Ever- 
itt, dean of engineering, University of Illinois; F. R. 
Lack, Western Electric; and F. J. Given, Laboratories 


J. B. Fisk Returns 


J. B. Fisk has returned to the Laboratories 
as Assistant Director of Research, reporting to 
Ralph Bown, Director of Research. In this 
capacity, Dr. Fisk will undertake a study of 
the broad technical research program of the 
Laboratories, with particular reference to the 
field of electronics. 

On September 30, 1949, Harvey Fletcher 
will retire under the Retirement Age Rule. 
As of that date, Dr. Fisk will assume direct 
responsibility for the work of the Physical 
Research Department. 


William Fondiller Honored 


William Fondiller, Assistant Vice-President 
and Treasurer of the Laboratories, received 
the honorary degree of Doctor of Science from 
the Hebrew Institute of Technology in Haifa, 
Israel. The degree was presented at a convo- 
cation at the Institute on May 22, 1949, at- 
tended by city and state officials, and by 
Arab notables. Among the officials present 
was the Minister of Communications of the 
State of Israel. Following the degree presen- 
tation, Mr. Fondiller took part in the laying 
of the cornerstone of the new Electrical Engi- 
neering Laboratory which will house a wide 
assortment of electronics and communications 
equipment. 

During his visit to Israel, Dr. Fondiller 
spoke on Developments in Electrical Com- 
munication at the Hebrew Institute of Tech- 
nology in Haifa, and before the Association 
of Engineers and Architects in Tel Aviv. 


A.IL.E.E. at Swampscott 


The 1949 Summer General Meeting of the 
A.LE.E. was held at Swampscott, Massachu- 
setts, from June 20 to 24. Papers presented 
by members of the Laboratories follow: 

In the Symposium on Fundamental and 
Functional Design of Relay Switching Cir- 
cuits, of which A. J. Busch was chairman, the 
papers were: The Logic of Relay Circuits, W. 
Keister; Sequential Aspects of Relay Circuits, 
A. E. Ritchie; Relay “Trees” and Symmetric 
Circuits, S. H. Washburn; Counting with Re- 
lays, G. R. Frost; and Codes and Translations, 
Oscar Myers. 

In the Wide-Band Communication Media 
group, H. A. Affel, chairman, were the papers: 
B1 Alarm and Control System for Remote 
Control of Coaxial Cable Stations, R. B. Hearn 


August Service Anniversaries of Members of the Laboratories 


40 years 25 years K. Martin W.W. 
F. R. Dennis T. J. Schmidt J. H. Hammon 
H. C. Franke R. L. Shepherd Wilbur Insull 
T. H. Guettich A.C, Stark Rose Kartar 
H. B. Fischer LEH 
E. Hunt J. O. Sullivan William Keister 
35 years Sh: Cielo J. F. Jensen C. H. Swannack W. J. King 
E. F. Watson E. A. Nesbitt A. E. Johanson T. L. Tanner H. O. Kramer 
oS Shakes L. Y. Lacy D. E. Thomas Oscar Kummer 
i aes KO. Thor P. M. Mackoff A. C. Velie W. F. Miller 
y oe P C. R. Martin J. H. Waddell Margaret Molloy 
aa Helen McLoughlin K. B. Walker A. F. Schweizer 
C. H. G. Gray W. HH. Brattain J. J. Pauer 15 years 
R. C. Pfarrer HU. B. Briggs E. H. Perkins G. F. Clement 
Molly Radtke W. J. Brown J. J. Reif Anne Emanuel 10 years 
W. HH. Sellew M. J. Burger W. W. Rindlaub E. A. Floystad R. V. Lohmiller 
George Thurston Anna Carlson P. J. Roche J. M. Fraser Irma Sehr 
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and L. A. Weber, and Power Supplies for Co- 
axial Systems, H. H. Spencer. 

Included in the Symposium on Electrical 
Properties of Semi-conductors and the Tran- 
sistor, the papers were: The Conductivity of 
Silicon and Germanium as Affected by Chemi- 
cally Introduced Impurities, G. L. Pearson; 
Internal Photoeffects in Germanium, J. N. 
Shive; Theory of Transistor Action, W. Shock- 
ley; and Equivalent Circuits for Transistor 
Action and Noise, R. M. Ryder. 

In the section covering Computing Devices, 
E. G. Andrews presented The Bell Computer. 

R. K. Honaman and A. R. Thompson at- 
tended meetings of the Publication and of the 
Transfers Committees, and a special meeting 
of Sections delegates devoted to a discussion 
of A.I.E.E. publicity. Mr. Honaman is chair- 
man of the Committee on Public Relations. 
Others who attended included D. E. Truck- 


II where he will engage in studies of design 
and production economy, reporting to W. L. 
Casper. 

N. Insley will join the Switching Apparatus 
Development Department to take up work 
on relays. 

P. A. Byrnes, Miss M. M. Cook, L. L. Lock- 
row, T. L. Tanner, Mrs. B. R. Timm and E. J. 
Zimany, together with their work on switch- 
board and resistance lamps and station equal- 
izers, were transferred to the Electronics Ap- 
paratus Development Department. 

C. A. Webber and his group who develop 
cords—W. S. Eno, N. C. Hazell, F. S. Kam- 
merer, F. Lindberg and H. H. Staebner—were 
transferred to the Station Apparatus Develop- 
ment Department. 

D. R. Brobst and his group—R. W. Bogumil, 


The annual luncheon of the Bell Laboratories Club was attended by the old and new officers and representatives. 
Left to right, seated: T. J. Grieser, R. A. Deller, Mrs. C. A. Smith, D. D. Haggerty, D. A. Quarles, J. A. St. 
Clair, newly elected president, E. K. Eberhart, retiring president, F. D. Leamer, W. C. Toole and Miss Fay Hoff- 
man, newly elected second vice-president. Standing: J. J. Harley, A. Zitzman, R. B. Miller, A. J. Kuczma, Mrs. 
M. H. Read, J. C. Kennelty, J. G. Whytock, R. L. Shepherd, J. Marshall, E. A. Perpall, G. E. Perreault, W. E. 
Grutzner, G. H. Reuble, E. K. Casey, W. H. Thatcher and S. D. White 


sess, E. I. Green, J. D. Tebo, R. C. Davis, W. 
Keister, A. E. Ritchie, $. H. Washburn, G. R. 
Frost and O. Myers. 


Changes in Organization 


The following changes in organization took 
place recently in Apparatus Development De- 
partments I and II: 

E. B. Wood took up new duties as a Con- 
sultant in Apparatus Development Department 
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J. I. Stockwell—who develop insulated wire 
and switchboard cable, remain in the Trans- 
mission Apparatus Development Department, 
reporting to P. S. Darnell. 

J. H. Bower and Mrs. M. Morrissey, with 
their work on primary batteries, were trans- 
ferred to P. S. Darnell. 

O. C. Eliason and J. P. Messana were trans- 
ferred to R. O. Grisdale and will continue 
temporarily their activities on air conditioning 
and sealed terminal problems respectively. 
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RETIREMENTS 


Recent retirements from the Laboratories 
include W. E. Mougey, with 42 years of serv- 
ice; O. E. Rasmussen, 36 years; R. L. Wegel, 
35 years; A. G. Eckerson, 31 years; and B. L. 
Leger, 29 years. 


E. MoucGey 


Wilbur Mougey recalls that soon after he 
entered the Bell System, people were saying 
that the 600-pair exchange area cable and the 
10-gauge loaded toll cables were literally the 
“last word” in cable engineering. In spite of 
that, Mr. Mougey helped to reap quite a har- 
vest in a supposedly worked-out field. 

After graduation from Ohio State Univer- 
sity in 1907 and two years student training at 
Hawthorne, Mr. Mougey came to West Street 
and became associated with the physical test- 
ing laboratories. In 1910 he returned to Haw- 
thorne and took up cable engineering and de- 
velopment. The cable designer’s art requires 
close contact with manufacture because there 
are no breadboards, no mock-ups. The pro- 
duction machinery is the source of all speci- 
mens of new designs required for testing and 
evaluation. 

During the next two years at Hawthorne, 
Mr. Mougey specialized in the design of toll 
cables, which at that time utilized heavy gauge 
conductors in configurations suitable for ob- 
taining phantom circuits. The Western Elec- 
tric Company had a decided lead over domes- 
tic and European competitors in the field of 
toll cable design and through its subsidiary 
company, Western Electric Limited in Eng- 
land, had captured an order for a quadded 
cable between London and Birmingham. To 
carry out this contract, they needed the ben- 
efit of know-how in latest American toll cable 
practices. Mr. Mougey, being a bright and 
energetic young engineer, had learned his 
trade rapidly and was selected to go to Eng- 
land to assist in the design, manufacture, in- 
stallation and testing of this cable. He spent 
nearly three years on this project, returning 
late in 1915 to Hawthorne. 

In World War I, he was Lieutenant Mou- 
gey of the Signal Corps Research and Inspec- 
tion Branch in Paris. Demobilized, as well 
as delighted, he reported to Western Elec- 
tric’s London Office in 1919 and assisted in 
the manufacture of the initial three submarine 
cables for installation between Havana and 
Key West. In the years following, he was sent 
to 10 European countries whose cable facto- 
ries had contracted for Western Electric help 
in the engineering, manufacture and _installa- 
tion of toll cables for their respective govern- 


310 


O. E. RASMUSSEN 


ments. Mr. Mougey was the author of some of 
the earliest European specifications for these 
cables. Also during this period he had the in- 
teresting experience of participating in the 
laying of a submarine cable in Pacific equa- 
torial waters between Fanning Island and 
Suva in the Fiji Islands. 

Upon the withdrawal of Western Electric 
from the foreign field, he returned to the Lab- 
oratories in 1926 and shortly thereafter, in 
1928, took charge of our toll and exchange 
area cable engineering group at Western’s 
Kearny Works. Ten years later he rose to the 
position of Cable Engineer in charge of all 
Laboratories cable development, excepting 
deep sea submarine types. 

A list of the cable developments in the last 
twenty years is impressive—it includes pulp 
insulation, steel and jute protection for burial 
in earth; unit-stranding for cable cores; use of 
wires as fine as 28 gauge for exchange cable; 
layer shields for carrier-in-cable; quadded 
cable suitable for the high frequencies of 
type J carrier; coaxial cable, video pairs and, 
more recently, new developments in sheath, 
including alpeth and lepeth which make use 
of mutually reinforcing layers of metals and 
plastics. Mr. Mougey contributed substan- 
tially in the technical phases of all of these 
advances and, in the course of his many years 
of experience, developed to a remarkable de- 
gree that sixth sense or intuition which is so 
important to a successful cable engineer. He 
also provided the leadership, encouragement 
and guidance which stimulated other engi- 
neers in the successful advancement of an art 
where the rules cannot be exactly stated and 
the stakes on failure or success are high. 

After retirement, which is at his own re- 
quest, Mr. Mougey expects for a time at least 
to continue to live in Summit, New Jersey, and 
to make use of his increased leisure time in 
further studies of golf, American and Euro- 
pean history, and old firearms, of which latter 
he has a substantial collection. 
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RAYMOND L. WEGEL 


R. L. Wegel joined the Laboratories in 
1914, having specialized in theoretical physics 
at the University of Wisconsin and spent two 
years at the Edison Laboratory at Orange, 
New Jersey. His field has been industrial phys- 
ical research and his activities directed to such 
practical problems in the telephone art as can 
be helped by improved understanding of the 
physical processes and principles involved. 

Among his early contributions were the 
practical rationalizations of some of the physi- 
cal problems of telephone receivers and trans- 
mitters, relays, mechanical filters, and other 
transmission apparatus. In the field of physio- 
logical physics he contributed to the early 
work on theories of the mechanism of hearing 
and of the voice. His more recent projects 
were the introduction into the Laboratories of 
the study of internal friction in solid materials 
and a physical study of the various phases of 
the dynamics of contacts. 

Mr. Wegel has held memberships in the 
main scientific and engineering societies. 
During the first and part of the second world 
wars, he was engaged in antisubmarine proj- 
ects and during the latter part of the second, 
on physical problems concerned with sound 
ranging, at Duke University. 

After his retirement, which is at his own 
request, Mr. Wegel plans to live with his fam- 
ily at his home in Putnam County, New York. 


OsvaALp E. RASMUSSEN 


Thirty-six years ago Osvald Rasmussen 
came over from Copenhagen and joined West- 
ern Electric’s patent department as a drafts- 
man. He had graduated from a_ technical 
school and continued his studies at Cooper 
Union, where he received his B.S. in 1917 and 
E.E. in 1921; he became a citizen in 1919. 
Eventually, he was chief draftsman; and with 
his transfer to the Laboratories in 1925, he 
became a patent attorney. During the next 
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“The Telephone Hour” 
NBC, Monday Nights, 9:00 p.m: 


August 8 Gladys Swarthout 
August 15 Ezio Pinza 
August 22 Mixed Chorus 
August 29 Licia Albanese 


September 5 
September 12 
September 19 


John Charles Thomas 
Barbara Gibson 

Pia Tassinari and 
Ferruccio Tagliavini 


September 26 Lily Pons 


quarter-century he worked in a variety of 
fields: magnetic materials, telegraphy, rubber 
chemistry and telephone cables. 


ABRAM G. ECKERSON 


Someone did the Bell System a good turn 
when he recommended to Abram Eckerson 
that the Laboratories would be a good place 
to work. That was in 1918; and not only has 
Mr. Eckerson worked here for thirty-one years, 
but his son was with us until the Navy claimed 
him in World War II. 

Until 1929, Mr. Eckerson worked in stock- 
rooms; then he transferred to the Central In- 
strument Bureau. His job has been to issue 
and receive instruments, to check their accu- 
racy and make minor repairs, and to solicit 
their return when others need them. It has 
been an interesting job, he says, both at West 
Street and at Murray Hill, where he moved in 
1941. During the war, things were really hec- 
tic, with greatly increased laboratory work, 
often in fields where new types of instruments 
were needed and with all instruments in short 
supply. 

Out-of-hours, Mr. Eckerson is happiest with 
either a bowling ball or a paint brush in hand: 
he rolls in the Laboratories league and he 
paints houses—inside and out—for his friends. 


Benorr L. LEGER 


When stabilized feedback was invented 
back in the nineteen twenties, Patent was duly 
notified and preparations were begun to file an 
application. B. L. Leger’s half-dozen years on 
telephone repeaters indicated him for a job 
which was to last off and on for twenty years. 
The field was a difficult one; many of the ideas 
were best expressed in mathematics, and a 
clear physical picture was hard to grasp. Mr. 
Leger’s analytical mind enabled him to pre- 
pare a series of applications which have clearly 
established our position in the art. 

After graduation from University of Michi- 
gan in 1911, Mr. Leger was for a time with 
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General Electric, then returned to his home 
city of Washington, where he entered the 
Patent Office. After several years as an assist- 
ant examiner, he joined our Patent Depart- 
ment in 1920. 

A bachelor and a resident of Washington 
Square, Mr. Leger looks forward to retirement 
at his own request as an opportunity to see 
more of his many friends and to get around 
the country a bit. 


Change in Organizational Title 

The title of the Specialty Products Develop- 
ment: Department (8700) has been changed 
to Military Electronics Department. R. E. 
Poole, who was Director of Specialty Products 
Development, is now Director of Military 
Electronics Development. 
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Systems Chorus Entertains Life 
Member Club 


The noon-hour meeting on May 13 of the 
Pioneer Life Member Club in the West Street 
Auditorium was highlighted by a concert of 
the Systems Glee Club under the direction of 
L. P. Yeaton. The first part of the concert was 
a piano solo, Waltz in C Minor by Chopin, 
played by Helen Herrmann, at left, accompa- 
nist; the second part, three numbers by the 
Glee Club: Brewer’s Alexander, Brahms’ Lul- 
laby and Sullivan’s The Lost Chord. 

Following the entertainment was the annual 
business meeting at which C. W. Lowe was 
elected president of the Pioneer Life Member 
Club; W. J. Shackleton, vice-president; and 
Helen Craig, secretary-treasurer. Isabel Ben- 
edict, A. G. Hargan and E. D. Johnson were 
elected members of the executive committee. 


News Notes 


O. E. BuckLey was in attendance at the New 
York Telephone Company Operating Confer- 
ence on June 16 at the Seaview Country Club, 
Absecon, New Jersey, and gave a talk cov- 
ering some recent Laboratories’ developments. 


M. J. KeLiy attended a meeting in Washing- 
ton of the Research and Development Board 
Committee on Navigation and a meeting at 
White Oak, Silver Spring, Maryland, of the 
U. S. Naval Ordnance Advisory Board. 


J. R. Fiecat, C. B. Green, W. G. PFAnn, 
N. Y. Priessman, J. H. Scarr, G. K. TEAL, 
and M. C. Watrtz attended sessions of the 
I.R.E. Conference on Electron Tubes and 
Semiconductor Devices at Princeton. 
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W.M. Stuart, Jr. 
1879-1949 


William M. Stuart, Jr., who died on June 
25, joined The Bell Telephone Company of 
Pennsylvania in 1906, and served first as a 
subscriber’s station installer and later as an 
inspector of this work. He was subsequently 
transferred to inspection work on PBX instal- 
lations, and before joining the Western Elec- 
tric Company in 1915, was special inspector 
for the City of Philadelphia. He came to West 
Street as a member of the circuit laboratory, 
where he engaged in work on subscriber’s sta- 
tion ringing circuits, for which his earlier ex- 
perience had admirably fitted him. At the 
time of his retirement in 1944, he was a mem- 
ber of the dialing and ringing group of Switch- 
ing Development. 


News Notes 


D. A. QuarLEs and R. K. HONAMAN attended 
the Bell System Conference on Public Rela- 
tions at Absecon, New Jersey. 


W. H. Brattain, J. BARDEEN and G. L. PEAR- 
son attended the I.R.E. Conference on Elec- 
tron Devices at Princeton, at which Mr. Pear- 
son presented a paper, Filamentary Transistors. 


B. T. Marruias and EvizaBetH Woop pre- 
sented papers entitled New Ferroelectric Crys- 
tals and Barium Titanate, respectively, at the 
American Chemical Society meeting in Pitts- 
burgh. They also attended ASXRED meetings 
at Cornell, where Dr. Matthias presented a 
paper on New Ferroelectric Crystals and Dr. 
Wood presented a paper on High and Low 
Temperature Forms of Barium Titanate. 


R. M. Burns spoke on Qualifications of Chemi- 
cal Engineers for Industrial Research before 
the American Society of Engineering Educa- 
tion at Troy, New York. Dr. Burns has been 
elected chairman of the New York Section of 
the American Chemical Society. 


P. P. DesyeE attended a symposium on Particle 
Size at the Illinois Institute of Technology, and 
the annual symposium on Absorption Spec- 
troscopy at Ohio State University. 
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J. J. LANDER gave a talk on An X-Ray Diffrac- 
tion Study of the BaO-NiO System at the 
American Chemical Society Conference in 
Pittsburgh. Mr. Lander also attended the 
ASXRED Conference at Cornell University, 
where he presented a paper which was en- 
titled Anion Rotational Disorders in Alkaline 
Earth Carbonates. 


F. S. Matm and G. N. Vacca attended a 
meeting of the Wire and Cable Technical Ad- 
visory Committee, U. S$. Department of Com- 
merce, in connection with the evaluation of 
Cold Rubber for the wire and cable industry. 
Mr. Vacca has been reélected treasurer of the 
North Jersey Section of the American Chemi- 
cal Society. 


H. F. Dienet and G. K. TEAL discussed sili- 
con carbide varistors with Western Electric 
engineers at Allentown. 


F. H. Winstow attended the Eleventh Na- 
tional Organic Chemistry Symposium of the 
American Chemical Society held at Madison, 
Wisconsin. 


L. A. Wooren participated in a symposium 
on Organic Reagents in Analytical Chemistry 
sponsored by American Chemical Society at 
Wesleyan University, Middletown, Connecti- 
cut. He served as chairman of a symposium on 
Rapid Methods for the Identification of Metals, 
held by A.S.T.M. Committee E-3 on Chemical 
Analysis of Metals, at Atlantic City. 


U. B. Tuomas took part in battery tests in sev- 
eral K carrier auxiliary stations in Nebraska. 


A. V. Lewis and A. H. Lince assemble a delay lens and 
horn at Holmdel for test before it is put in service on 
the New York-Chicago radio relay route 
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K. G. Cout eg, I. L. Hopkins, C. L. Luke, 
H. V. Wapiow, H. Perers, E. K. Jaycox, 
L. A. Wooten, G. Desc, A. H. FAuk, J. J. 
Martin, G. H. and E. E. Wricntr 
attended the meetings of the A.S.T.M. in 
Atlantic City, during which Mr. Jaycox 
was appointed chairman of Subcommittee 
V on Nickel and Copper Alloys of A.S.T.M. 
Committee E-2. W. Basinctron attended 
meetings of A.S.T.M. Committee B-6; F. G. 


Foster, meetings of Committee E-4; and 
I. V. WitLui1AMs, meetings of Committee 
B-7 and Committee A-10. H. V. WapLow pre- 
sented a paper coauthored by H. W. HeEr- 
MANCE entitled Electro-Spot Testing and Elec- 
trography. J. R. TowNseNp presided at two 
sessions of the convention as* chairman of 
meetings of Committee E-1 on Methods of 
Test and Committee B-6 on Die Castings. 
G. R. Goun attended meetings of Commit- 
tees E-1 and E-9 and presented papers, The 
Creep Characteristics of Compression Molded 
Polyethylene, by J. D. Cummincs, W. C. 
Exuis and Mr. Gohn, and A New High-Speed 
Sheet Metal Fatigue Testing Machine for Un- 
symmetrical Bending Studies, by Mr. Gohn 
and E. R. Morton. 


R. K. Porter presided over the symposium on 
visible speech and music during the Central 
Section meeting, June 10 in Toledo, of the 
Society of Motion Picture Engineers. 


J. C. SrTEmnBERG attended the Physics Collo- 
quium at the University of Iowa, where he 
gave a talk on Research in Speech. 


J. R. Weeks was at Hawthorne and Archer 
Avenue on general problems relating to alu- 
minum can condensers and networks. 
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J. R. Puerce, with Nelson Wax of the Univer- 
sity of Illinois as coauthor, published an article, 
Filter-Type Traveling-Wave Amplifier, in the 
June issue of the Proceedings of the I.R.E. 


' L. W. Gives’ trip to Haverhill was in relation 


to the manufacture of retardation coils. 


F. F. Sieserr and B. E. StEvENS went to 
Haverhill regarding core material applications 
in power apparatus. 


P. S. DarNELL,. L. W. Kinkwoop and A. B. 
HaineEs visited the New York Transformer 
Company at Alpha, New Jersey, in connection 
with the airborne transformer development. 


D. E. CavenaucH discussed JAN  require- 
ments on power transformers and reactors at 
Squier Laboratories, Fort Monmouth. 


A. B. Haines attended meetings of RMA Sub- 
committee TR 9.4 on Power and Audio Trans- 
formers in Chicago and the meeting of the 
A.LE.E. Subcommittee on Magnetic Ampli- 
fiers at Swampscott. 


L. W. GiLes was a guest speaker on The 
WNBC Stamp Club meeting on June 4, which 
featured the Course in Philately, sponsored by 
the Philatelic Foundation, Inc., and conducted 
weekly at the Collectors’ Club in New York. 


“Don't be afraid of it, Joe, it's only a new 
cable sheath from Bell Labs” 


P. S. DarNELL conferred at Fort Monmouth 
on RDB activities on resistors. 


M. SAuzeErR visited the Towson, Maryland, and 
Glenolden, Pennsylvania, central offices in con- 
nection with field studies of trouble recorder 
perforators. 


L. N. Hampton’s visit to the Teletype Corpo- 
ration was in connection with production sta- 
tus of trouble recorder perforators. 
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R. H. Ross and L. C. Wescoat discussed the 
testing of synchros at the Frankford Arsenal, 
Philadelphia. Mr. Ross also visited the Leese- 
Neville Company in Cleveland in connection 
with the manufacture of power equipment for 
radio equipment. 


L. D. Fry made noise studies on the exhauster 
sets for the pneumatic ticketing system at the 
Troy office. 


“She won't trust anyone else to take it to 
Murray Hill” 


D. L. Moopy and A. A. HANSEN attended the 
cutover of the new No. 4 toll switching system 
at Cleveland. Mr. Hansen visited the Colum- 
bus and Mansfield, Ohio, toll offices in connec- 
tion with performance studies of single fre- 
quency signaling equipment, and also the 
Philadelphia No. 2 toll office in connection 
with tests of improvements in the 2A signaling 
test set. 


N. A. NEWELL was in Milwaukee and Madison 
in connection with the N1 carrier trial. 


C. A. Danisom and N. B. Rowe conducted 
tests on single frequency signaling circuits in 
Philadelphia. 


W. L. Betts discussed ringing machine de- 
signs with the Holtzer Cabot Company at Bos- 
ton and also attended a quality survey con- 
ference on charging and ringing sets at the 
General Electric plant in Lynn. He recently 
attended a Regional delegates’ conference at 
San Francisco as a delegate from Region 2, 
American Society of Mechanical Engineers. 


R. H. MiILLer witnessed the cutover of No. 4 
toll office in Cleveland. 
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A. E. Gersore was in Pennsylvania in connec- 
tion with the operation of the No. 5 crossbar 
office at Media. 


Mary and G. V. Kine visited Phila- 
delphia for a day in connection with the cut- 
over of the No. 1 crossbar of the Madison- 
Clearbrook office. 


J. Meszar and G. Riccs conferred at Haw- 
thorne on the development of automatic mes- 
sage accounting equipment; J. G. FERGUSON 
and L. J. Purcett on No. 5 crossbar. 


F. S. Farkas visited Milwaukee, where he 
conducted tests on signaling circuit stability 
tests for N1 carrier. 


K. G. Van Wynen, President of the Board of 
Education of Ramsey, New Jersey, addressed 
the High School graduating class on the sub- 
ject of Investments at the outdoor commence- 
ment exercises June 20. The class of 199 was 
the largest to date. 


F. B. Comps visited the Radio Shop in Wins- 
ton-Salem in connection with mobile radio 
manufacturing problems. 


J. G. Norpanu attended an RMA committee 
meeting in Washington to discuss with FCC 
engineers the new FCC operating rules and 
their effect on equipment for the mobile radio. 


The Country Gentleman 


“When he said he wanted to talk with a 
friend, I thought he wanted to use the phone!” 


G. H. and C. G. Reinscumipt wit- 
nessed the making of and inspected the first 
tool-made sample of the plastic antenna dome 
for TE-2 radio system parabolic antennae at 
the Steiner Manufacturing Company, in Long 
Island City. 


V. B. Pike visited Columbus, Cleveland and 
Chicago to discuss matters in connection with 
the design of special switches. 
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Collegiate Degrees 


Members of the Laboratories to whom collegiate de- 
grees have been awarded recently are: 


V. W. Bennett...... BALE... 


G. F. Clement 
R. W. Edmonds..... 


W. J. Fullerton......B.S. 
E. A. Hake........-B.E.E. 


Stella Lawrence. . 
W. F. Miller 

F. J. Osolinik....... 


Newark Col. of Eng. 
Seton Hall 

Cooper Union 
Brooklyn College 
Brooklyn Poly 
Newark Col. of Eng. 


Columbia 


.. .B.E.E. 


June Sandberg ......B.A. 


W. R. Sittner 


M. V. Sullivan...... EE. 


D. J. Van Slooten.... 
E. C. Walsman 

Cy AS ...<% 
H. R. Wilsey 


Brooklyn Poly 


Stevens 
N.Y.U. 
N.Y.U. 


Upsala 
Northwestern 
Brooklyn Poly 


Columbia 


Stevens 


.. Newark Col. of Eng. 
. .N.Y.U. 


Stevens 


A. H. Incuis and A. W. HAyEs visited various 
Telephone Companies at Minneapolis, Omaha, 
New Orleans and Los Angeles in connection 
with the trial of the new telephone set. Fol- 
lowing this, Mr. Inglis further visited St. Louis, 
Chicago and San Francisco. 


W. G. BreIvoGEL, at Archer Avenue, discussed 
problems related to manufacture of dials and 
A. Hercxmans, the dial of the new station 
telephone set. Mr. Herckmans, W. L. Turr- 
NELL and L. Viet visited Hawthorne in con- 
nection with the dial of the new telephone set. 


W. KALIn visited the Western Electric Com- 
pany at Burlington on hearing aid problems. 


L. R. SNOKE conducted experimental spraying 
treatments for chemical brush control along 
the Reading—Wilkes-Barre “B” cable right-of- 
way near Hamburg, Pennsylvania. 


R. H. Cottey and J. Leurrirz, Jr., were at 
the Forest Products Laboratory, Madison, Wis- 
consin, in connection with coéperative labora- 
tory evaluation tests of modern creosotes. 


D. C. Smiru and R. C. EccLeston attended 
the American Society for Testing Materials 
Convention in Atlantic City in connection with 
the development of standard test procedures 
for evaluating the strength of wood poles. 


J. G. Brearvey, F. W. Horn, C. F. Wiesuscu 
and V. T. WALLDER went to Miami on matters 
of alpeth sheathed cable. 
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C. H. AMADON supervised experimental treat- 


ments of lodgepole pine poles at Denver. 


H. C. Rusiy, accompanied by J. D. Jensen of 
A T & T, visited the Ohio Bell at Columbus, 
the Illinois Bell at Chicago, the Southwestern 
Bell at Kansas City and The Chesapeake and 
Potomac Telephone Company at Richmond, 
Washington and Baltimore in connection with 
an improved design of stapler for use in secur- 
ing JKS station wire. T. A. Durkin partici- 
pated in the work at The Chesapeake and 
Potomac Company’s locations. 


W. J. La.ty discussed field requirements for 
a high-strength drop wire with the Wisconsin 
Telephone Company at Milwaukee and _ the 
Southwestern Bell at St. Louis. 


W. J. ANbERSON and C. SHAFER, JR., were in 
Hartford on a field study of a dehydrated com- 
pressed air system for toll cable maintenance. 
Mr. Shafer also discussed exchange plant 
maintenance at Media and Trenton. 


L. S. InNskip and H. B. BreHM met with engi- 
neers of the New England Telephone and 
Telegraph Company to discuss details of pro- 
posed field trials of surge-resistant fuses and 
NC-16 distribution cable terminals. Mr. Brehm 
was in New Haven and Thompsonville, Con- 
necticut, in connection with the trial installa- 
tion of surge diverters by the Southern New 
England Company. 


B. H. Norpsrrom went to the Navy Depart- 
ment in Washington to discuss the develop- 
ment of fire control equipment. 


C. R. Tart’s trip to New London was in con- 
nection with electronic apparatus for subma- 
rines. 


Engagements 
*Bernice Bielecki—William F. Coughlin 
*Muriel Bryer—Thomas Dandrea 
*Virginia Chaya—Charles Laible 
*Madeline Gabay—Robert Smith 
*Joan Mellen—Edward J. Cannon 
*Mary Reibel—Thomas J. Corcoran 
*Mabel Samper—Frank V. Perretta 
*June Sandberg—Carl Lilja, Jr. 
*Gladys Singewald—Arthur E. Judd 
*Margaread Ward—Ernest White 


Weddings 


*Carmela Arfuso—Dominick Liantonio 
*Myra Brown—*Allan J. Rosselet 

Patricia Collins—*Robert D. Williams 
*Enid Cummings—Charles M. Hinds 
Dorothy Knopf—*Roy W. Bruning 
*Mary Ann O’Hearn—Daniel J. Courtenay 
*Shirley Perry—Ernest J. Bittman, Jr. 
*Stella Pluta—John T. Jersitz 
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THE FUTURE HOLDS GREAT PROMISE 


Neither chance nor mere good 
fortune has brought this nation 
the finest telephone service in 
the world. The service Ameri- 
cans enjoy in such abundance 
is directly the product of their 
own imagination, enterprise and 
common sense. 


The people of America have 
put billions of dollars of their 
savings into building their tele- 
phone system. They have 
learned more and more ways to 
use the telephone to advantage, 
and have continuously encour- 
aged invention and initiative to 
find new paths toward new 
horizons. 


They have made the render- 
ing of telephone service a public 
trust; at the same time, they 
have given the telephone com- 
panies, under regulation, the 
freedom and resources they must 
have to do their job as well as 
possible. 


In THIS Climate of freedom and 
responsibility, the Bell System 
has provided service of steadily 
increasing value to more and 
more people. Our policy, often 
stated, is to give the best possible 
service at the lowest cost con- 
sistent with financial safety and 
fair treatment of employces. We 


BELL TELEPHONE LABORATORIES [Exploring and inventing, 


devising and perfecting, for continued improvements and economies in telephone service 


are organized as we are in order 


to carry that policy out. 
Telephone Laboratories 


lead the world in improving 
communication devices and 
techniques. 

Western Electric Company 
provides the Bell operating com- 
panies with telephone equip- 
ment of the highest quality at 
reasonable prices, and can al- 
ways be counted on in emer- 
gencies to deliver the goods 
whenever and wherever needed. 


The operating telephone com- 
panies and the parent company 
work together so that improve- 
ments in one place may spread 
quickly to others. Because all 
units of the System have the 
same service goals, great bene- 
fits flow to the public. 

Similarly, the financial good 
health of the Bell System over 
a period of many years has been 
to the advantage of the public 
no less than the stockholders 
and employees. 

It is equally essential and in 
the public interest that tele- 
phone rates and — now 
and in the future be adequate 
to continue to pay good wages, 
protect the billions of dollars of 
savings invested in the System, 


and attract the new capital 
needed to meet the service op- 
portunities and responsibilities 
ahead. 

There is a tremendous 
amount of work to be done in 
the near future and the System’s 
technical and human resources 
to do it have never been better. 
Our physical equipment is the 
best in history, though still 
heavily loaded, and we have 
many new and improved facili- 
ties to incorporate in the plant. 
Employees are competent and 
courteous. The long-standing 
Bell System policy of making 
promotions from the ranks as- 
sures the continuing vigor of 
the organization. 


Wir these assets, with the 
traditional spirit of service to get 
the message through, and with 
confidence that the American 
people understand the need for 
maintaining on a sound finan- 
cial basis the essential public 
services performed by the Bell 
System, we look forward to pro- 
viding a service better and more 
valuable in the future than at 
any time in the past. We pledge 
our utmost efforts to that end. 
LEROY A. WILSON, President 


American Telephone and Telegraph Company. 
(From the 1948 Annual Report.) 
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